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Mr, Richard Ober 
Director for Intelligence Coordination 


National Security Council 
Washington, D.C. 2050 


Ag per agreement with General Vilson, 
here for your personal use is the draft 
Proposed Guidance from NSCIC to the DCI, 
prepared for the 10 March Intelligence Panel 
meeting. 
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¥, Henhoeffer, ES/NSCIC WG 6/17/75 
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